LBOURGEOIS 



United States Department of Agricultuj^ 
Animal and Plant Health Inspection Service 

(I NSIPECrnO N 




1467 custjd 
275064 inspjd 
1531 site id 


TULANE UNIVERSITY 

1440 CANAL STREET, SUITE 2400 TW-5 
NEW ORLEANS, LA 70112 2709 


Customer ID: 1467 
Certificate: 72-R-0002 

Site: 001 

TULANE UNIVERSITY 

Inspection 

Type: ROUTINE INSPECTION 
Date: JUN-30-2005 


{b)(6), {b)(7)c 


iccompanied me on this inspection. 


All items in compliance this date. 




